Damage  to  Vermont  Medians 


Subject:  Damage  to  Vermont  Medians 

From:  Shahenian,  Nicole  </0=EXCHANGELABS/OU=EXCHANGE  ADMINISTRATIVE  GROUP  (FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=CAC7C2BAF65A4A2CB8B2CC5D45FCB9DO-NICOLE> 

Date:  03/01/2017  02:17  PM 

To:  'Aram  Taslagyan1  <aram.taslagyan@lacity.org> 

CC:  harveyshield@gmail.com  <harveyshield@gmail.corn>,  'Jeff  Zarrinam  (jeff@hollywoodhotel.net)'  <jeff@hollywoodhotel.net>,  Gubler,  Leron  <Leron@hollywoodchamber.net> 

FliAram!  Hope  all  is  well. 

I  have  been  receiving  reports  from  our  EHBID  Maintenance  crews  that  two  of  our  newly  installed  medians  are  damaged.  The  first  median  is  the  one  in  front  of  Hollywood  Presbyterian  Hospital  and  the  second  is  near  the 
Hollywood  Hotel.  I  am  awaiting  photographs  of  the  damage  and  will  send  on  to  you  once  I  receive  them. 

It  appears  that  a  car  drove  through  each.  The  damage  looks  to  be  intentional,  as  the  point  of  entry  on  each  median  is  the  same. 

1)  The  car  ran  over  the  irrigation  valve  boxes  and  destroyed  them.  There  appears  to  be  damage  underneath  to  the  system  which  should  be  repaired  asap. 

2)  The  cages  and  backflow  devices  are  destroyed. 

3)  There  is  one  tree  broken  on  one  of  the  medians. 

4)  Plants  are  also  ruined  on  both  medians. 

I  am  not  sure  what  the  next  steps  are  to  having  the  medians  repaired.  Is  there  a  warranty  covering  the  work  that  was  done  by  the  City  originally?  Do  I  reach  out  to  Carlos  at  LADOT  to  proceed?  Any  advice  would  be  greatly 
appreciated. 

Thanks  so  much! 

Warmest  Regards, 

Nicole  Shahenian 

Please  note,  the  Chamber  has  recently  moved  offices!  Please  be  sure  to  update  your  records  with  our  new  address  below! 
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